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APPENDIX A.

f Gas Light and Coke Company.

1.  At No. 106 Fenchurch Street, E.G.

2.  At No. 93 Aldersgate Street, E.G.

3.  At No. 7 Tudor Street, Blackfriars, E.G.

4.  At No. 123 Ladbroke Grove, Notting Hill, W.

5.  At No. 3 Vincent Terrace, Islington, N. *

6.  At No. i Carlyle Square, Chelsea, S.W.

7.  At No. 170 Camden Street, Camden Town, N.W.

8.  At No. 14^ Graham Road, Dalston, N.E.

9.  At No. 47 Kingsland Road, N.E.

10. At  the   Offices   of  the   London   County   Council,

Spring Gardens, S.W.
IT. At No. i Vinery Villas, North Bank, Regent's Park,

N.W.

12.  At No. 116 Lambeth Road, S.E.

13.  At No. 121 Hornsey Road, Hollo way, N.

14.  At No. 66 George Street, Hampstead Road, N.W.

JFor the Commercial Gas Company.

1.  At No. 6 Wellclose Square, St George's, E.

2.  At No. 24 Parnell Road, Old Ford, E.

for the South Metropolitan Gas Company.

1.  At No. 104 Hill Street, Peckham, S.E.

2.  At No. 37 Bedford Road, Glapham Road, S.W.

3.  At No. i Stoney Lane, Tooley Street, S.E.     .

4.  At No. i So Lewisham Road, Lewisham, S.E.

5.  At No. 107 Blackfriars Road, S.E.

6.  At No. 211 Burrage Road, Plumstead, S.E.

As to the
SERVICE PIPES TO THE TESTING PLACES.

The conditions to be observed in connecting the Gas Com-
panies1 mains with the apparatus in the testing places and in
providing for shutting off the gas in case of emergency are
prescribed by section 8 of the London Gas Act, 1905.

If obstruction of the service pipe is found, or if there is reason
to ttimk that the quality of the gas is suffering from any change
the service pipe, the service pipe may be washed

